QUALITY ASSESSMENTS 
CERTIFICATE OF APPROVAL 


This is to Certify that the Quality Management System of: 


Stress Engineering Services, Inc. 


7030 Stress Engineering Way 
Mason, OH 45040 


has been assessed and approved by Smithers Quality Assessments, Inc., to 
the following quality management system standards and requirements: 


ISO 13485:2016 with Design 


C SMITHERS 


The Quality Management System is Applicable to: 


The design, development and provision of related services such as: 
engineering, industrial design, failure analysis, economic modeling, solid 


mechanics and structural design, reliability and predictive engineering, 
analysis, heat transfer, fluid mechanics, instrumentation and testing, process 
and material science for the medical device industry. 


Approval Original Approval: December 20, 2011 


Certificate Number: 11.354.2 
Current Certificate: November 28, 2020 


Certificate Expires: November 27, 2023 


The use of the accreditation mark indicates d 


ditation il tofth iviti m 
covared by the above certificate samben onfbehalf of SQA - J. Michael Hochschwender, CEO 


The approval is subject to the company maintaining its system to the required standards which will be monitored by 
Smithers Quality Assessments, Inc., 121 S. Main St. Suite 300, Akron, Ohio 44308, USA 


d 


— 
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